9.  Michael Sinozich is a mine inspector for USSM at the
present time and he held that same position when" the Morton Mine
was owned by Carbon Fuel Company {Tr. 62-63).  When Sinozich
arrived at the mine on the morning of August 18, 1982, he went
into the lamp room to obtain his light and saw William Willis
and Donny Samms there (Tr. 63).  He knew that .Willis was one of
UMWA's safety inspectors (Tr. 75) and advised Willis that he was
not supposed to be on mine property without having given previ-
ous notification that he was coming (Tr. 64).  When Willis told
Sinozich that he had come to travel with the inspector that day
as the miners' representative, Sinozich disagreed with that
assertion and replied that Samms was the miners' representative
for traveling with the inspector (Tr. 64-65).  Sinozich's testi-
mony does not differ substantially from other witnesses as to
USSM's refusal to allow Willis to travel with the inspector and
USSM's reversal of that refusal after Ingrain issued a citation
for an alleged violation of section 103 (f) of the Act (Tr. 65-
66) .

10.   Sinozich's testimony does differ from Willis1 testi-
mony in some respects.  Sinozich claims that Samms was with the
inspection party in the face area of the longwall section up to
11:30 a.m. and that Samms left the longwall section about 12:30
p.m. after he had eaten lunch at the head entry (Tr. 69-70).
Sinozich also stated that he was surprised when Samms left the
longwall section because Samms had not at any time explained to
him that he (Samms) was there under a provision of West Virginia
law.  Additionally, Sinozich stated that his understanding of
West Virginia law is that the miners have a right to participate
in the taking of respirable-dust samples by USSM, but have no
right to monitor or check the samples taken by MSHA.  Sinozich
did not think that Samms had any reason to go with the inspector
to check the pumps placed on three miners in the longwall sec-
tion on August 18 because USSM was not engaged in taking
respirable-dust samples in the longwall section on that day (Tr,
71-72).

11.  Sinozich1s testimony also differs from Willis1 and
Ingram1s testimony to the extent that Sinozich testified that
Willis made no recommendations to him about changes in the ven-
tilation system or changes in engineering for the purpose of
controlling dust on the longwall section.  Sinozich stated that
Samms checked the pumps placed on three miners by Ingram, but
that Willis did not'check the pumps (Tr. 78-79).  Sinozich also
testified somewhat inconsistently as to Willis' role underground
by first stating that it was too noisy to discuss technical as-
pects of the dust problems on the longwall section (Tr. 70) ,
while subsequently conceding that the longwall equipment was not
running at times while the water sprays were being installed or
repositioned and by conceding that the members of the inspection
crew did talk at times (Tr. 74; 76-77).  Sinozich denied that he
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